HOTEL SHELDON 

Directly on the Ocean 
HOLLYWOOD BEACH IN FLORIDA 

New—Modern—Fireproof—All Outside Rooms with Private 
Bath and Shower—Telephone and Elevator Service—Solarium 
— Dining Room —Cocktail Lounge—Private Beach—Adjacent 
Swimming Pool — Open All Year — 

Willnir Hotels’ Management 
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